u JL.V  -.,jc..y  : ,jclu  jicii  .:g,  612-1^9 

Granting  permission  to  Judlo  lianuf- 
fcaturing  Jo.,  division  of  General 
Table  Jorporation,  to  construct  oer 
tain  under  'round  structures  under 
’’•all  3t.,  Phenie  It.  oz  Sv/ipney  ..Ye, 

Adopted: 7 arch  lpth,  1929 . 


' ‘N. 

COMPLETED 


DECLARATORY  RESOLUTION  NO.  612-19 £9. 


Granting  permission  to  Dudlo  Manufacturing  Company,  division  of 
General  Cable  Corporation,  to  construct  certain  underground  structures 
under  Wall  Street,  Phenie  Street  and  Swinney  Avenue  in  the  City  of  Port 
Wayne,  Indiana, 

Resolved,  by  the  Board  of  Public  Works  of  the  City  of  Port  Wayne, 
Indiana,  that  the  underground  structures,  as  petitioned  for  by  Dudlo 
Manufacturing  Company,  division  of  General  Cable  Corporation,  and  the 
other  owners  of  all  the  real  estate  immediately  abutting  on  both  sides 
of  that  part  of  the  Streets  affected,  and  as  hereinafter  described,  will 
not  be  detrimental  or  inconsistent  with  the  free  use  of  the  easement  of 
the  public  in  and  to  said  Streets,  and  that  permission  should  be,  and  is 
hereby,  given  and  granted  to  Dudlo  Manufacturing  Company,  division  of 
General  Cable  Corporation,  to  construct  the  following  underground  structures 
under  Wall  Street,  Phenie  Street  and  Swinney  Avenue,  and  to  maintain  the 
same  as  follows,  to-wit: 

1.  One  eight  (8)  inch  underground  sprinkler  line,  composed  of  eight 
(8)  inch  cast  iron  pipe,  at  a depth  of  five  (5)  feet  under  the  surface  of 
the  ground,  from  a point  on  the  south  line  of  Lot  152  Swinney's  Addition 
to  the  City  of  Port  'Wayne,  Indiana,  ten  (10)  feet  east  of  the  west  line 
of  said  lot,  thence  approximately  eight  (8)  feet  south,  under  the  surface 
of  Wall  Street;  thence  west  under  the  surface  of  Wall  Street  to  a point 
eight  ( 8)  feet  west  of  the  west  line,  extended  south,  of  Lot  335  in  said 
Swinney* s Addition;  thence  south  under  the  surface  of  Wall  Street  to  the 
south  line  of  Wall  Street  in  said  Swinney *s  Addition  at  a point  eight 

( 8)  feet  west  of  the  west  line  of  Lot  318  in  said  Swinney's  Addition. 

2.  Also  one  (1)  eight  (8)  inch  underground  sprinkler  line,  composed 
of  eight  (8)  inch  cast  iron  pipe,  at  a depth  of  five  (5)  feet  under  the 
surface  of  the  ground,  connecting  with  the  sprinkler  line  above  described 
at  a point  ten  (10)  feet  east  of  the  east  property  line,  extended  north, 
of  Lot  325  in  said  Swinney's  Addition  and  running  thence  south  across  and 
under  the  surface  of  Wall  Street,  and  south  under  the  surface  of  Pheiie 
Street  parallel  to,  and  at  a distance  of  ten  (10)  feet  east  of  the  west 
line  of  Phenie  Street  to  a point  two  hundred  sixty  (260)  feet  south  of 
the  point  of  connection  with  the  first  line  above  described;  thence  making 
a right  angle  turn  to  the  right,  to  the  west  line  of  Phenie  Street. 

3.  A rectangular  concrete  tunnel,  four  (4)  feet  wide  and  six  (6) 
feet  high,  the  top  of  same  to  be  at  a depth  of  three  (3)  feet  under  the 
surface  of  the  street,  the  west  wall  of  the  tunnel  beginning  at  a point 
on  the  south  line  and  twenty  (20)  feet  east  of  the  west  line  of  Lot  330 
in  said  Swinney's  Addition;  thence  extending  south  under  the  surface  of 
Wall  Street  to  the  north  line  at  a point  twenty  ( 20)  feet  east  of  the  west 
line  of  Lot  323  in  said  Swinney's  Addition,  so  constructed  as  that  the 
City  Water  Mains  will  not  be  disturbed. 

4.  A rectangular  concrete  tunnel,  three  (3)  feet  wide  by  five  (5) 
feet  deep,  at  a depth  of  two  (2)  feet  under  the  surface  of  the  street, 
the  west  wall  of  the  tunnel  beginning  at  a point  on  the  south  property 
line  and  one  (l)  foot  east  of  the  west  line  of  Lot  336  in  said  Swinney's 
Addition;  thence  extending  south  under  the  surface  of  Wall  Street  to  a 
point  on  the  north  property  line,  and  one  (1)  foot  east  of  the  west  line 
of  Lot  317  in  said  Swinney's  Addition,  so  constructed  as  that  the  City 
Water  Mains  will  not  be  disturbed. 
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5.  A storm  sewer  of  vitreous  pipe  twelve  (12)  inches  in  diameter  at 
the  point  of  beginning  and  increasing  to  fifteen  (15)  inches  at  the  outlet, 
beginning  at  a point  in  Phenie  Street  two  hundred  (200)  feet  north  of  the 
north  line  of  Swinney  Avenue  and  twelve  (12)  feet  east  of  the  west  line  of 
Phenie  Street;  thence  extending  south  under  the  surface  of  Phenie  Street 
and  parallel  to  and  at  a distance  of  twelve  (12)  feet  east  of  the  west 
line  of  Phenie  Street  to  a point  fifteen  (15)  feet  south  of  the  north  line 
of  Swinney  Avenue,  thence  running  west  under  the  surface  of  Swinney  Avenue, 
parallel  to  and  at  a distance  of  fifteen  (15)  feet  south  of  the  north  line 
of  Swinney  Avenue  to  an  outlet  in  the  St.  Mary's  River. 

6.  A sanitary  sewer  of  twelve  (12)  inch  vitreous  pipe,  beginning 

at  the  west  line  of  Phenie  Street  one  hundred  ninety-five  (195)  feet  north 
of  the  north  line  of  Swinney  Avenue  and  Extending  east  under  the  surface 
of  Phenie  Street,  eight  (8)  feet;  thence  south  parallel  to  the  west  line 
of  Phenie  Street  to  a connection  with  the  main  sewer  now  running  east  and 
west  in  the  alley  between  Wall  Street  and  Swinney  Avenue. 

7.  A sanitary  sewer  of  twelve  (12)  inch  vitreous  pipe,  beginning 

at  a point  on  the  south  property  line,  six  (6)  feet  east  of  the  west  line, 
of  Lot  308  in  said  Swinney's  Addition;  thence  south  eight  (8)  feet  under 
the  surface  of  Swinney  Avenue;  thence  east  parallel  with  the  north  line  of 
SwinneyAvenue , to  a point  eight  (8)  feet  east  of  the  west  line  of  Phenie 
Street;  thence  north  parallel  to  the  west  line  of  Phenie  Street  to  a 
connection  with  the  main  sewer  now  running  east  and  west  in  the  alley 
between  Wall  Street  and  Swinney  Avenue. 

8.  Also  one  (l)  underground  cylindrical  steel  pulsating  tank  for 
gas,  eight  (8)  feet  long  east  and  west,  four  (4)  feet  in  diameter  and  the 
top  of  which  is  to  be  three  (3)  feet  under  the  surface  of  Swinney  Avenue, 
the  north  side  of  which  is  to  be  three  (3)  feet  south  of  the  south  property 
line,  and  the  west  end  of  which  is  to  be  six  (6)  feet  east  of  the  west 
line  of  Lot  308  in  said  Swinney's  Addition. 

9.  Also  one  (l)  underground  cylindrical  steel  pulsating  tank  for 
gas,  eight  (8)  feet  Hong  east  and  west,  four  (4)  feet  in  diameter  and  the 
top  of  which  is  to  be  three  (3)  feet  under  the  surface  of  Swinney  Avenue, 
the  north  side  of  which  is  to  be  three  (3)  feet  south  of  the  south  property 
line,  and  the  west  end  of  which  is  to  be  six  (6)  feet  essb  of  the  west  line 
of  Lot  303  in  said  Swinney's  Addition. 

The  property  which  may  be  injuriously  or  beneficially  affected  by 
the  proposed  construction  and  maintenance  of  said  underground  structures 
as  above  described,  is  described  as  all  lots  and  land  immediately  abutting 
on  Phenie  Street  between  Wall  Street  and  Swinney  Avenue;  all  those  lots 
and  land  immediately  abutting  on  Wall  Street  between  the  west  line  of 
Phenie  Street  and  the  east  line  of  Lot  312  in  Swinney's  Addition  extended 
north,  and  all  lots  and  land  immediately  abutting  on  Swinney  Avenue  betv/een 
the  west  line  of  Phenie  Street  and  the  east  line  of  Lot  310  in  Swinney's 
Addition  to  the  City  of  FortWayne  extended  south. 

All  of  the  rights  granted  herein  shall  be  subject  to  the  right  of  the 
City  of  FortWayne,  Indiana,  to  construct  without  the  payment  of  any  damages 
of  compensation  whatsoever  to  the  petitioner  such  sewer  or  sewers  as  the 
City  of  Fort  Wayne  shall  deem  necessary  to  construct  in  and  along  Wall 
Street  or  any  of  the  other  streets  described  or  mentioned  in  the  petition 
of  said  petitioners. 


I 


I" 
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All  according  to  the  method  and  manner  provided  for  in  an  Act  of  the 
General  Assembly  of  the  State  of  Indiana,  entitled,  "An  Act  concerning 
the  power  of  the  Board  of  Public  Works  in  Cities  of  the  First,  Second  and 
Third  Class  over  the  construction  of  underground  structures  under  streets 
and  alleys  and  the  construction  of  overhead  structures  over  streets  and 
alleys  upon  petition  therefor  by  the  owner  or  owners  of  all  the  real 
estate  abutting  on  both  sides  of  that  part  of  such  street  or  alley  described 
in  such  petition  and  declaring  an  emergency",  approved  March  9th,  1927, 
and  the  provisions  of  all  Acts  Amendatory  thereto  and  supplemental  thereof, 
including  the  right  to  bond  assessments  as  in  said  law  provided. 

All  proceedings  had  in  the  making  of  said  improvement,  assessment 
of  property,  collection  of  assessments  and  issuance  of  bonds  therefor, 
shall  be  as  provided  for  in  said  above  entitled  act  and  all  amendments 
thereto  and  supplements  thereof. 

All  of  the  streets  and  lots  and  lands  affected  by  the  construction 
and  maintenance  of  the  above  underground  structures  as  above  described 
being  situated  in  the  Northeast  Quarter  of  Section  10,  Township  30  North, 
Range  12  East,  Allen  County,  Indiana,  and  within  the  corporate  limits  of 
the  City  of  Fort  Wayne,  Indiana. 


Adopted  this 


March,  1929. 


I 


4 


~ — -'-^41 — 

NOTICE  TO  pmJpERTY  OWNERS 


Department  of.  Public  Works, 

Office  or  ’the  Board, 

Room  2.  Gity  Hall, 

Fort  Wayne,  Indiana,  March  21,  1929. 
Native  is  hereby  given  toy  the  Board 
of  Pu'blic  Works  of  the  City  of  Fort 
Wayne,  Indiana,  that  on  the  15t.h  day 
of  March,  1929,  the  said  Board  deeming 
it  necessary  to  make  a certain  public 
improvement,  adopted  the  following  l 
Declaratory  Resolution: 

DECLARATORY  RESOLUTION  NO. 
G12— 1923 

Granting  . permission  to  the  Dudlo 
Manufacturing  Company,  division  of 
General  Cable  Corporation,  to  construct 
certain  underground  structures  under 
Wall  Street,  Phenie  Street  and  Swinney 
Avenue  in  the  City  of  Fort  Wayne,  In- 
diana. 

Resolved,  by  the  Board  of  Public 
Works  of  the  City  of  Fort  Wayne,  In- 
diana, that.  the  underground  structures, 
ns  petitioned  for  by  Dudlo  Manufactur- 
ing- Company,  division  of  General  Cable 
Corporation,  and  the  pther  owners  of 

.to  Jtting 

'■i-bed: 

jpcrmmley  AVenue  Tietween  the  west  line 
,|  of  Phenie  Street  and  the  east  line  of 
Lot  310  in  Swinney’s  Addition  to  the 


City  of  Fort  .Wayne  extended  south. 

All  of  the  rights  granted  herein  shall 
he  subject  to  the  right  of  the  Cifv  of 
Fort  Wayne,  Indiana,  to  construct 
without  the  payment  of  any  damages 
or  compensation  whatsoever  to  the  pe- 
titioner such  sewer  or  sewers  as  the 
Cifv  of  Fort  Wayne  shall  deem  neee.s- 
sai  y,  to.  construct,  jn  and  along  Wail 
Street  or  any  of  the  olher_  streets  de- 

, / *]  scribed  or  mentioned  in  The~petition~c 
- / 4 said  petitioners.  1 ,uon  c 

All  according  to  tbe  method  and  man 
ner  provided  for  in  an  Act  of  the  Gen 

ent  tltdSe“AnyA°ff  the  Sta4e  of  Indiana 
Act  concerning  the  powe 
of  the  Board  of  Public  Works  in  Cifio 
of  the  First,  Second  and  Third  Cla® 
over  the . construction  of  undergrowm 
structures  under  streets  and  allels  ani 
ovI^T^eetf'rd05  °verhead  structure; 

°herefor  hv  trf  d aIleys  upon  Petitio> 
cnereroi  b*  the  owner  or  owners  of  al 

of-31  es.tat5  abutting  on  both  sidei 

sm-iiw  ?art  of,  such  street  or  alley  de- 
scubed  in  such  petition  and  declarin' 

an d6 th pr° 6 " Cy ’ apProved  March  9 1927 

to i v ihPrPt°nV,SIOf  of  a11  Acts  Amends 
nUdktr  La  ■ supplemental  thereof 

merits  af  it,  to  bond  assess- 

*11  as  ln  said  taw  provided. 

All  proceedings  had  in  the  making  n 
ertv  ^PrP^ment.  assessment  of  prop- 
' ty,  collection  of  assessments  and  is 
bonds  therefor,  shall3"  - " 
provided  for  ir»  — • - 


Proof  of 


Puii 


ICATION 


STATE  OF  INDIANA,  ALLEN  COUNTY,  SS. 
the A.  D.  19- 

Personally  appeared  before  the  undersigned 


feared  before  tne  undesigned 


who  being  duly  sworn  afdbording  to  Isml,  says  tkat  he 
is  the of 

The  Fort  Wayne  Journal -Gazette 

a Daily  N ewsfafer  of  general  circulation  printed  and 
published  in  said  County  and  State;  and  that  the 
notice  l^erewith^  attached  was  published  in  the  said 

the  first  publication 


paper times,  successive! 

being  on  the 'Y'^.day  of 


y.  tne  first  puOucatzon 

the  second  on  the  fff^&day  of 1^; 

the  third  on  the day  of 19- ; 

the  fourth  on  the day  of - 19 ; 


SUBSCRIBED  AND  SWORN  to  before  me  this 
day  n§  Jf  19^ 

aJhjCL  (o- 


Notary  Public,  Allen  County. ' 
My  commission  expires  May  18,  1929 


* 


I 
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All  according  to  the  method  and  manner  provided  for  in  an  Act  of  the 
General  Assembly  of  the  State  of  Indiana,  entitled,  "An  Act  concerning 
the  power  of  the  Board  of  Public  Works  in  Cities  of  the  First,  Second  and 
Third  Glass  over  the  construction  of  underground  structures  under  streets 
and  alleys  and  the  construction  of  overhead  structures  over  streets  and 
alleys  upon  petition  therefor  by  the  owner  or  owners  of  all  the  real 
estate  abutting  on  both  sides  of  that  part  of  such  street  or  alley  described 
in  such  petition  and  declaring  an  emergency" , approved  March  9th,  1927, 
and  the  provisions  of  all  Acts  Amendatory  thereto  and  supplemental  thereof, 
including  the  right  to  bond  assessments  as  in  said  law  provided. 

All  proceedings  had  in  the  making  of  said  improvement,  assessment 
of  property,  collection  of  assessments  and  issuance  of  bonds  therefor, 
shall  be  as  provided  for  in  said  above  entitled  act  and  all  amendments 
thereto  and  supplements  thereof. 

All  of  the  streets  and  lots  and  lands  affected  by  the  construction 
and  maintenance  of  the  above  underground  structures  as  above  described 
being  situated  in  the  northeast  Quarter  of  Section  10,  Township  30  north. 
Range  12  East,  Allen  County,  Indiana,  and  within  the  corporate  limits  of 
the  City  of  Fort  Wayne,  Indiana. 


Adopted  this 


Proof  of  PuJ^ication 


STATE  OF  INDIANA,  ALLEN  COUNTY,  SS. 


TSSKJ 

The  Fort  Wayne  Journal  - Gazette 

a Daily  Newspaper  of  gem 


who  being  duly  s 
is  the 


notice/flcrewM  attached  was  published  in  the  said 

■paper- -times,  successively^the  first  publication 

being  on  the day  of 

the  second  on  the  ^ day  of  yj- 


FORT  WAYNE  JOURNAL-GAZETTE 


1 


To  Journal- Gazette  Company 


Publishers  of 

The  Daily  and  Sunday  Journal-Gazette 


/X 

7 

^ 2- 

/ 

fja^d  Lm  J 3l  r ,/  y,  <*  . 

f / 

; 


'‘ecesoury  to  inako  u ce 
pub  Ic  Improvement,  adopted  the 
low  In  e Declaratory  Resolution: 
Granting  permission  to  Dudlo 
oifacturlng  Company.  division  of 
oral  Cable  Corporation,  to  cons..Uv. 
certain  underground  structures  under 


Wuyne.  Indiana. 
Resolved,  by  t 


Phonic  Street  u 
' ' » City 


Immediately  abutting  on  bath  ....... 

that  part  of  tho  Streets  affected, 
Id  as  hereinafter  described,  will  — 
! detrimental  or  Inconsistent  v 


X'SSk 


: permission  should  I 


i said  Streets.  I 


given  and  granted  t 


ucturlng  Company,  division  c 


&'Kh: 


I Swlnney'e  Addition 
?ort  Wayne,  Indlann. 
loneo  approximately 


d Swlnney's  Addition:  thcnco  soutl 
dor, the  ^surfuce^f^WaU  Street  ti 

sis  In  said  Swlnney's  Addition, 
derground  sprinkler  fine,  composed  o 


a sprinkler  II 
8tBD?ntJsaVd°'Sw?nn 


; ground,  connecting 


(aco  of  the  street,  the  west  w. 
ho  tunnel  beginning  at  a point 
t south  lino  and.  twenty^ 20^  f« 

o constructed'* as  tl: 


s Addition! 


Mains 

^rectongulai^  concrete  ^ tunn 

!“P"“  ‘ “k  £3Ft3£!- 

the  south  properly  line 


>n;  thcnco  extending  south'  und. 




317  In  Said  Swlnney’s  Addition,  s. 
constructed  ns  Hint  tho  City  Wale 
Mulns  will  not  be  disturbed. 

5.  A storm  sewer  of  vitreous  pip' 
twelve  (12)  Inches  In  dlamoter  at  th 
point  of^boglnnhig  and^lncrcnslng^t' 
ginning*  at  a pointSn  Phonlo  i'tree 

d (200)  feet  north  of  th 

-*  Swlnnoy  Avenue  am 
extending 


twelve  (12)_feet^east  of  tho 


co^of.  twelve  (lJWcot^cnst^of 
s°of  Swlnney*  Avenue,  thence  i 
r Avenue,  parallel  to  and  at  a 

I'north  lino*of  Spinney* Awnue  t 

;.  A sanitary  sewer  of  twelve  (17 
h vitreous  ^Ijlpe.  beginning  at^C 

i^norlh  fins  o'f  Swlnnoy  Avenue  a„ 

nil  parallel  to  tho  Infection  °wlt 
) main  sewer  now  running  east  an 
at  In  the  alley  betwcon  Wall  Strei 
d Swlnnoy  Avcnuo. 

J.  A sanitary  sewer  of  twolvo  (1. 
:h^  vitreous  pjpe,  og  m n y"  f ; „ e*  * a I *. 

8 In  an Id"  S wTS'oS^Ad^^ 
co*of0lSwlnncy  Avcnuo:  thence  oi 
y^vonuoNo'a  point  eight  (8)  f 
at  of  the  west  lino  of  Phcnle  Strc 
ence  north  parallel  to  the  west  I 
Phonlo  Streot  to  a connection  w 
e main  sewer  now  runlng  cast  i 
ost  In  tho  alley  between  Wall  Str 
% SWX°y  one ""(l)  underground 
■lindrlcnl  Steel  ^pu^lsatlng  c tank  ' 
est^four  (1)  fora  ln°  djsmcter  i 
'et  *undcr  'tho'surfnco  of  Swlnnoy 

er'kthehsurface  of  Swlnnoy  Avenue, 
ho  north  side  of  which  Is  to  - 


ddltlon. 

Tho  property  which 
usly  or  beneficially  u 
roposed  eonslructlon 


'underground  i^rloua 
' Immediately 


o of  said  unaorgrounu 
,s  above  described,  .‘"described 


d Swlnnoy  Avenue;  t 


n Swlnney's 

Ion  extended  north,  and  all  h 
1 land  Immediately  abutting  .... 

of  Phenlonstree^S<wrio  east  line 
Sin  in  swlnney's  Addition  to 
- t Wayne  extended . 


.1  deem  necessary  t 
along  Wall  Streot 

m stteots  described 

iernl  Assembly  of  tl 
in.  oniltlcd.  “An  J 


of  underground  structures  u 
ots  and  alleys  and  tho  consi 
of  overhead  structures  ...... 

eta  and  alleys  upon  petition 
■cfor  by  the  owner  or  owners  c 
the  real  estato  abutting  o 


described  In  such  petition  a... 
ring  an  emergency",  approved 
rch  Sth.  1027.  and  the  provisions 
all  Acts  Amendatory  thereto  i 
upplsmental  thereof,  Including 
Ight  to  'bond  assessments  as  In  s 
iw  provided.  . . „ . 

All  proceedings  had  In  the  mak 
f said  improvement,  assessment 
roperty.  collection  of  assossme 
oil  Issuaneo  of  bonds  therefor,  si 
iff  as  provldod  for  In  sold  above 
I tied  act  and  all  amendments  tht 
o and  supplements  thoroof 
All  of  tho  streets  and  lot 
ands  afTectad  by  the  const 
ind  maintenance  of  the  above 


'construction 
1 maintenance  or  ano  abovo  undcr- 
>und  structures  ns  abovo  described 
ng  situated  lu  tho  Northeast 
arter  of  Section  10,  Township  30 
rth  Range  12  East.  Allen  County, 
liana,  and  within  tho  _ corporate 


xed°Thurs<^y.ettv lltt^day  Of  AprTC 
ramjenoni  fntewtod  thereln^or  i 
'so'o'cmck'prM^sald^onrd  ^of  Jjt 
or  the  purposo  of  taking  final  act 
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TO  TH  , HONORABLE  BOARD  OB  UBLIC  .ORKS  , 

OB  THE  CITY  OF  FORT  AYL  ],  ALLY’  COUNTY,  INDIANA: 


IN  THY  AT  TER  OF  THE  PETITION  OF  DUDLO  J TANUF  ACTUR ING 
COMPANY,  DIVISION  OF  GENERAL  CABLE  CORPORATION,  AND  OTHER 
REAL  ESTATE  0 .NER  , FOR  THE  CONSTRUCTION  OF  CERTAIN  UND  R# 
GROUND  STRUCTURES,  CON  1ST  ING  OF  HINKLER  LIN!!',  TUNNELS, 
SEWERS  AND  T AIT  IS,  A DESCRIBE  IN  -AID  PETITION,  ..ROSS  ING 
UNDER,  ACRO  ' AND  ALONG  ’ /ALL  STREET  , PHENIE  STREET  AND 
WINNEY  AVENUE,  BET  LON  PHENI  rTR,;ET  AND  THE  T.  ARY T S 
RIVF.R 


The  undersigned,  being  the  owners  of  all  of  the  real 
estate  immediately  abutting  on  both  aides  of  that  part  of  all 
Street,  of  Phenie  street  and  of  winney  Avenue  hereinafter  de- 
scribed in  this  petition,  and;  as  such,  being  the  ownc rs  of  the 
real  estate  constituting  that  pert  of  said  street  and  avenue  here- 
inafter described  in  this  petition,  subject  only  to  the  easement 
of  the  public  therein  and  for  proper  highway  purposes,  pursuant  to 
the  provision  of  an  Act  of  The  General  Assembly  of  the  state  of 
Indiana,  being  Chapter  168,  on  page  509,  of  the  Act  of  1927,  pro- 
viding for  the  construction  and  maintenance  of  underground  structures 
under  the  surface  of  any  street  or  Alley,  do  hereby  petition  your 
Honorable  Board  to  grant  permission  to  the  undersigned  Dudlo  Lfg.. 
Company,  division  of  General  Cable  Corporation,  to  construct  and 
maintain  the  following  -.underground  structures,  under  the  surface 
of  the  treets  above  named,  connecting  a part  of  the  real  estate 
abutting  on  both  sides  of  that  part  of  said  Streets  and  Avenue  here- 
inafter described. 

Your  petitioners  would  show  that  the  construction  of 
said  underground  structures  hereinafter  more  fully  described,  will 
not  be  detrimental  to,  or  inconsistent  with,  the  free  use  of  the 
easement  of  the  public  in  its  use  of  all  'treet,  Phenie  street 
or  wiriney  Avenue;  that  it  will  not  prevent  the  proper  use  of  said 
streets  for  highway  purposes;  that  the  only  part  of  said  treets 
to  be  affected  by  said  unde  ground  structures,  or  the  construction 
or  maintenance  thereof,  will  be  a narrow  strip  of  said  ftreets 
immediately  above  said  structure;  that  the  portion  of  said  treets 
affected  lies  in  that  ortion  of  the  <Hty  ..here  there  is  now  tut 
little  use  of  the  same  by  the  general  public,  and  the  construction 
of  said  structures  will  divert  traffic  from  said  ftreets  but  a 
short  time  during  the  course  of  construction,  and  that  the  only 
use  of  said  treets  would  be  in  connection  with  the  plant  of  the 
petitioner,  Radio  Manufacturing  Company,  division  of  General  fable 
Corporation,  and  that  access  can  be  had  to  said  plant  bg  other 
Streets  during  such  construct  ion. 

The  structures  for  which  this  petition  is  filed  are 
described  as  follows,  towit: 

1.  One  Eight  (8)  inch  underground  sprinkler  line, 
composed  of  eight  ( .;>)  inch  cast  iron  pipe,  at.  a depth  of  five 
(5)  feet  under  the  surface  of  the  ground,  from  a point  on  the 
South  line  of  Lot  152  in  Gwirmey’s  Addition  to  the  City  of 
Fort  ayne,  Indiana,  ten  (10)  feet  East  of  the  .'Test  line  of 
said  Lot,  thence  appr oocimately  eight  (8)  feet  Couth,  under  the 


surface  of  Wall  Street;  thence  West,  under  the  surface  of  Vail 
Street,  to  a point  eight  (8)  feet  .vest  of  the  est  line,  ex- 
tended south,  of  Lot  355  in  said  Swinney* 8 Addition;  thence  outh, 
under  the  surface  of  Wall  Street,  to  the  outh  line  of  Wall 
Street  in  said  Swi nney  ’ s Addition  at  a point  eight  (8)  feet 
West  of  the  est  line  of  Lot  318  in  said  spinney's  Addition; 

2.  Also  one  eight  (8)  inch  underground  sprinkler 
line,  composed  of  eight  (8)  inch  cast  iron  pipe,  at  a depth 
of  five  (5)  feet  under  the  surface  of  the  ground,  connecting 
with  the  sprinkler  line  above  described  at  a point  ten  (10) 
feet  East  of  the  last  property  line,  extended  North,  of  Lot 
325  in  said  winney’s  Addition,  and  running  thence  South  across 
and  under  the  surface  of  all  :troet,  and  South  under  the 
sunace  of  Phenie  Street  parallel  to,  and  at  a distance  of  ten 
(10)  feet  East  of,  the  est  line  of  Phenie  treet,  to  a point 
260  feet  South  of  the  point  of  connection  with  the  first  line 
above  described;  thence,  making  a right  angle  turn  to  the  right, 
to  the  .vest  Line  of  Phenie  treet; 

3.  A rectangular  concrete  tunnel,  four  (4)  feet  wide 
and  six  (6)  feet  high,  the  top  of  same  to  be  at  a depth  of  three 
(3)  feet  under  the  surface  of  the  .treet,  the  est  wall  of  the 
tunnel  beginning  at  a point  on  the  South  line,  and  twenty  (20) 
feet  ast  of  the  West  line,  of  Lot  330  in  said  Swinney 's  Addition; 
thence  extending  outh  under  the  surface  of  .all  Street,  to  the 
North  line,  at  a point  twenty  (20)  feet  East  of  the  est  line,  of 
Lot  323  in  said  Swinney’s  Addition,  so  constructed  as  that  the 
City  .ater  Main  will  not  be  disturbed; 

4.  A rectangular  concrete  tunnel,  three  (3)  feet 
wide  by  five  (5)  feet  deep,  at  a depth  of  two  (2)  feet  under 
the  surface  of  the  Street,  the  Vest  wall  of  the  tunnel  beginning 
at  a poin\.  on  the  South  property  line,  and  one  (l)  foot  Vast  of 
the  West  line,  of  Lot  536  in  said  Swinney’s  Addition;  thence 
extending  South,  under  the  surface  of  Wall  Street  to  a point 

on  the  North  property  line,  and  one  (l)  foot  East  of  the  ..est 
line,  of  Lot  317  in  said  winney’s  Addition;  so  constructed  as 
that  the  City  Water  Main  will  not  be  disturbed. 

5.  A storm  sewer,  of  vitreous  pipe,  twelve  (12)  inches 
in  diameter  at  the  point-  of  beginning  and  increasing  to  fifteen 
(15)  inches  at  the  outlet,  beginning  at  a point  in  Phenie  treet, 
two  hundred  (200)  feet  North  of  the  North  line  of  winney  Avenue 
and  twelve  (12)  feet  Vast  of  the  West  line  of  Phenie  Street; 
thence  extending  wouth,  under  the  surface  of  Phenie  treet,  and 
parallel  to,  and  at  a distance  of  twelve  (12)  feet  East  of,  the 
West  line  of  Phenie  treet,  to  a point  fifteen  (15)  feet  South 

of  the  North  line  of  Swinney  Avenue,  thence  running  West,  under 
the  surface  of  Swinney  Avenue,  parallel  to,  and  at  a distance  of 
fifteen  (15)  feet  South  of,  the  North  line  of  Swinney  Avenue,  to 
an  outlet  in  the  3t.  Mary’s  River; 

6.  A sanitary  sewer,  of  twelve  (12)  inch  vitreous 
pipe,  beginning  at  the  .Vest  line  of  Phenie  Street  195  feet  North 
of  the  North  line  of  Swinney  -Avenue,  and  extending  East,  under 
the  surface  of  Phenie  Street,  eight  (8)  feet;  thence  South, 
parallel  to  the  West  line  of  Phenie  Street,  to  a connection  with 
the  main  sewer,  now  running  East  and  vest  in  the  alley  between 
Wall  Street  and  Swinney  Avenue; 
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7.  A sanitary  sewer,  of  twelve  (12)  inch  vitreous 
pipe,  beginning  at  a point  on  the  South  property  line,  six  (6) 
feet  East  of  the  West  line,  of  Lot  308  in  said  Swinney*s  Addition; 
thence  South  eight  (.;)  feet  under  the  surface  of  winney  Avenue; 
thence  Last,  parallel  with  the  North  line  of  Swinney  Avenue,  to 
a point  eight  (a)  feet  East  of  the  Vest  line  of  Phenie  Street; 
thence  North,  parallel  to  the  Jest  line  of  Phenie  street,  to  a 
connection  with  the  main  sewer  no w running  East  and  West  in  the 
alley  between  Jail  street  and  winney  Avenue; 


8.  Also  one  underground  cylindrical  steel  pulsating 
tank  for  gas,  eight  (8)  feet  long  ,ast  and  Vest,  four  (4)  feet 

in  diameter,  and  the  top  of  which  is  to  be  three  (3)  feet  under 

the  surface  of  Swinney  Avenue,  the  North  side  of  which  is  to  be 
three  (3)  feet  South  of  the  South  property  line,  and  the  Jest  end 
of  which  is  to  be  six  (6)  feet  Jast  of  the  West  line,  of  Lot  308 
in  said  Swinney* s Addition; 

9*  Also  one  underground  cylindrical  steel  pulsating 
tank  for  gas,  eight  (8)  feet  long  East  and  West,  four  (4)  feet 

in  diameter,  and  the  top  of  which  is  to  be  three  (3)  feet  under 

the  surface  of  Wwinney  Avenue,  the  North  side  of  which  is  to  be 
three  (3)  feet  South  of  the  South  property  line,  and  the  West  end 
of  which  is  to  be  six  (6)  feet  East  of  the  Jest  line,  of  Lot 
303  in  said  Swinney* a Addition; 


WHEREFORE  your  petitioners  pray  that  your  Honorable 
Board  of  Public  Works  adopt  a resolution^  authorizing  the  said 
Dudlo  Mfg.  Company,  division  of  General  Cable  Corporation,  to 
construct  and  maintain  the  underground  structures  above  described 
in  this  petition,  u$der  such  regulations  as  your  Honorable  Board 
may  deem  proper  and  for  the  interest  of  the  public,  and  to  cause 
notice  of  the  adoption  of  such  resolution  to  be  published  in  a 
newspaper  of  general  circulation,  published  in  the  City  of  Fort 
Wayne,  County  of  Allen,  and  tate  of  Indiana,  once  each  week  for 
two  consecutive  weeks,  such  notice  naming  a date,  not  less  than 
ten  days  after  the  last  publication,  at  which  your  Board  will 
receive  and  hear  tasonstrances  from  persons  interested  in  or 
affected  by  such  proceeding,  and  for  all  further  steps  in  connection 
therewith  as  provided  for  by  the  law  first  above  referred  to  in 
this  petition. 


Respectfully  submitted. 


ARTHUR  ./.  PARRY 
ATTORNEY  ROR  PETITIONERS 
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TO  TH:.  HONORABLE  BOARD  0?  'PUBLIC  WORKS, 

ON  THE  CITY  0?  FORT  JAYNE , ALIEN  COUNTY,  INDIANA: 


IN  THE  . AT  TER  OF  THE  PETITION  OF  DUDLO  MANUFACTURING 
COMPANY , DIVISION  OF  GENERAL  CABIN  CORPORATION,  AND  OTHER 
REAL  ESTATE  OWNERS , FOR  THE  CONSTRUCTION  OF  CERTAIN  UNDER- 
GROUND STRUCTURES,  CON  ISTING  OF  EAR  INKIER  LINES,  TUNNELS , 
SEWERS  AND  TANKS , AS  DESCRIBED  IN  .AID  PETITION,  CROSSING 
UNDER,  ACROSS  AND  ALONG  TALL  STREET,  PHENIE  STREET  AND 
3WINNEY  AVENUE,  BET '.SEEN  PHENIE  STREET  AND  THE  ST.  TARY’S  ' 
RIVER 


The  undersigned,  being  the  owners  of  all  of  the  real 
estate  immediately  abutting  on  both  sides  of  .that  part  of  Wall 
Street,  of  Phenie  Street  and  of  Swinney  Avenue  hereinafter  de- 
scribed in  this  petition,  and,  asTlfuch,  being  the  owners  of  the 
real  estate  constituting  that  part  of  said'  street  and  avenue  here- 
inafter described  in  this  petition,  subject  only  to  the  easement 
of  the  public  therein  and  for  proper  highway  purposes,  pursuant  to 
the  provision  of  an  Act  of  The  General  Assembly  of  the  State  of 
Indiana,  being  Chapter  168,  on  page  5.09„  obf  the  Act  of  1927,  pro- 
viding for  the  construction  and  maintenance  of  underground  structures 
under  the  surface  of  any  Street  or  Alley,  do  hereby  petition  your 
Honorable  Board  to  grant  permission  to  the  undersigned  Dudlo  Mfg,. 
Company,  division  of  General  Cable  Corporation,  to  construct  and 
maintain  the  following  underground  structures,  under  the  surface 
of  the  Streets  above  named,  connecting  a part  of  the  real  estate 
abutting  on  both  sides  of  that  part  of  said  Streets  and  Avenue  here- 
inafter described. 

Your  petitioners  would  show  that  the  construction  of 
said  underground  structures  hereinafter  more  fully  described,  will 
not  be  detrimental  to,  or  inconsistent  with,  the  free  use  of  the 
easement  of  the  public  in  its  use  of  'vail  Street,  Phenie  Street 
or  Swinney  Avenue;  that  it  will  not  prevent  the  proper  use  of  said 
Streets  for  highway  purposes;  that  the  only  part  of  said  Vtreets 
to  be  affected  by  said  unde  ground  structures,  or  the  construction 
or  maintenance  thereof,  will  be  a narrow  strip  of  said  Streets 
immediately  above  said  structure;  that  the  portion  of  said  Streets 
affected  lies  in  that  portion  of  the  City  where  there  is  now  but 
little  use  of  t me  same  by  the  general  public,  and  the  construction 
of  said  structures  will  divert  traffic  from  said  Streets  but  a 
short  time  during  the  course  of  construction,  and  that  the  only 
use  of  said  Streets  would  be  in  connection  with  the  plant  of  the 
petitioner,  Dudlo  Manufacturing  Company,  division  of  General  Cable 
Corporation,  and  that  access  can  be  had  to  said  plant  by  other 
Streets  during  such  construct  ion. 

The  structures  for  which  this  petition  is  filed  are 
described  as  follows,  towit: 

1.  One  Eight  (8)  inch  underground  sprinkler  line, 
composed  of  eight  (3)  inch  cast  iron  pipe,  at  a depth  of  five 
(5)  feet  under  the  surface  of  the  ground,  from  a point  on  the 
South  line  of  Lot  152  in  Swinney’ s Addition  to  the  City  of 
Fort  Day n e , Indiana,  ten  (10)  fec:t  East  of  the  .Vest  line  of 
said  Lot,  thence  approximately  eight  (3)  feet  South,  under  the 


i 


n 
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surface  of  W all  Street;  thence  .Vest,  under  the  surface  of  i all 
Street,  to  a point  eight  (8)  feet  West  of  the  7/est  line,  ex- 
tended South,  of  Lot  335  in  said  Swinney’s  Addition;  thence  South, 
under  the  surface  of  Wall  Street,  to  the  South  line  of  fall 
Street  in  said  Swinney’s  Addition  at  a point  eight  (8)  feet 
West  of  the  Vest  line  of  Lot  313  in  said  Swinney ’b  Addition; 

2.  Also  one  eight  (3)  inch  underground  sprinkler 
line,  composed  of  eight  (8)  inch  cast  iron  pipe,  at  a depth 
of  five  (5)  feet  under  the  surface  of  the  ground,  connecting 
with  the  sprinkler  line  above  described  at  a point  ten  (10) 
feet  Last  of  the  Last  property  line,  extended  ITorth,  of  Lot 
325  in  said  Swinney’s  Addition,  and  running  thence  South  across 
and  under  the  surface  of  all  Street,  and  South  under  the 
surface  of  Phenie  Street  parallel  to,  and  at  a distance  of  ten 
(10)  feet  Last  of,  the  West  line  of  Phenie  Street,  to  a point 
260  feet  South  of  the  point  of  connection  with  the  first  line 
above  described;  thence,  making  a right  angle  turn  to  the  right, 
to  the  West  line  of  Phenie  Street; 

3.  A rectangular  concrete  tunnel,  four  (4)  feet  wide 
and  six  (6)  feet  high,  the  top  of  same  to  be  at  a depth  of  three 
(3)  feet  under  the  surface  of  the  Street,  the  West  wall  of  the 
tunnel  beginning  at  a point  on  the  South  line,  and  twenty  (20) 
feat  Last  of  the  West  line,  of  Lot  330  in  said  Swinney’s  Addition; 
thence  extending  South  under  the  surface  of  ’Wall  Street,  to  the 
ITorth  line,  at  a point  twenty  (20)  feet  East  of  the  .est  line,  of 
Lot  323  in  said  Swinney’s  Addition,  so  constructed  as  that  the 
City  Water  Wain  will  not  be  disturbed; 

4.  A rectangular  concrete  tunnel,  three  (3)  feet 
wide  by  five  (5)  feet  deep,  at  a depth  of  two  (2)  feet  under 
the  surface  of  the  Street,  the  West  wall  of  the  tunnel  beginning 
at  a point  on  the  South  property  line,  arid  one  (l)  foot  Last  of 
the  West  line,  of  Lot  336  in  said  Swinney’s  Addition;  thence 
extending  South,  under  the  surface  of  Wall  Street  to  a point 

on  the  Lor tii  property  line,  and  one  (l)  foot  Last  of  the  Lest 
line,  of  Lot  317  in  said  Swinney’s  Addition;  so  constructed  as 
that  the  City  Water  Main  will  not  be  disturbed. 

5.  A storm  sewer,  of  vitreous  pipe,  twelve  (12)  inches 
in  diameter  at  the  point  of  beginning  and  increasing  to  fifteen 
(15)  inches  at  the  outlet,  beginning  at  a point  in  Phenie  Street, 
two  hundred  (20  0)  feet  ITorth  of  the  ilorth  line  of  Swinney  Avenue 
and  twelve  (12)  feet  Last  of  the  West  line  of  Phenie  Street; 
thence  extending  South,  under  the  surface  of  Phenie  Street,  and 
parallel  to,  and  at  a distance  of  twelve  (12)  feet  Last  of,  the 
West  line  of  Phenie  Street,  to  a point  fifteen  (15)  feet  South 

of  the  ITorth  line  of  Swinney  Avenue,  thence  running  West,  under 
the  surface  of  Swinney  Avenue,  parallel  to,  and  at  a distance  of 
fifteen  (15)  feet  South  of,  the  Worth  line  of  Swinney  Avenue,  to 
an  outlet  in  the  St.  Mary’s  River; 

6.  A sanitary  sewer,  of  twelve  (12)  inch  vitre(bus_ 
pipe,  beginning  at  the  West  line  of  Phenie  Street  195  feet  Worth 
of  the  Horth  line  of  Swinney  Avenue , and  extending  Last,  under 
the  surface  of  Phenie  Street,  eight  (8)  feet;  thence  South, 
parallel  to  the  West  line  of  Phenie  Street,  to  a connection  <vith 
the  main  sewer,  now  running  Last  and  West  in  the  alley  between 
Wall  Street  and  Swinney  Avenue; 


7.  A sanitary  sewer,  of  twelve  (12)  inch  vitreous 
pipe,  beginning  at  a point  on  the  South  property  line,  six  (6) 
feet  East  of  the  'Jest  line,  of  Lot  308  in  said  Swinney’s  Addition; 
thence  South  eight  (o)  feet  under  the  surface  of  Swinney  Avenue; 
thence  East,  parallel  with  the  forth  line  of  Swinney  Avenue,  to 

a point  eight  (a)  feet  East  of  the  Zest  line  of  Phenie  Street; 
thence  Forth,  parallel  to  the  Jest  line  of  Phenie  Street,  to  a 
connection  with'  the  main  sewer  now  running  East  and  West  in  the 
alley  between  ./all  Street  and  Swinney  Avenue; 

8.  Also  one  underground  cylindrical  steel  pulsating 

tank  for  gas,  eight  (8)  feet  long  East  and  Zest,  four  (4)  feet 

in  diameter,  and  the  top  of  which  is  to  be  three  (3)  feet  under 

the  surface  of  Swinney  Avenue,  the  Forth  side  of  which  is  to  be 
three  (3)  feet  South  of  the  South  property  line,  and  the  Jest  end 

of  which  is  to  be  six  (6)  feet  East  of  the  Jest  line,  of  Lot  308 

in  said  Swinney’s  Addition; 

9.  Also  one  underground  cylindrical  steel  pulsating 

tank  for  gas,  eight  (8)  feet  long  East  and  Jest,  four  (4)  feet 

in  diameter,  and  the  top  of  which  is  to  be  three  (3)  feet  under 

the  surface  of  Swinney  Avenue,  the  Forth  side  of  which  is  to  be 
three  (3)  feet  South  of  the  South  property  line,  and  the  West  end 

of  which  is  to  be  six  (6)  feet  East  of  the  Jest  line,  of  Lot 

303  in  said  Swinney’s  Addition; 

WHEREFORE  your  petitioners  pray  that  your  Honorable 
Board  of  Public  Works  adopt  a resolution.,  authorizing  the  said 
Dudlo  Jfg.  Company,  division  of  General  Cable  Corporation,  to 
construct  and  maintain  the  underground  structures  above  described 
in  this  petition,  under  such  regulations  as  your  Honorable  Board 
may  deem  proper  and  for  the  interest  of  the  public,  and  to  cause 
notice  of  the  adoption  of  such  resolution  to  be  published  in  a 
newspaper  of  general  circulation,  published  in  the  City  of  Fort 
Jayne,  County  of  Allen,  and  State  of  Indiana,  once  each  week  for 
two  consecutive  weeks,  such  notice  naming  a date,  not  less  than 
ten  days  after  the  last  publication,  at  which  your  Board  will 
receive  and  hear  remonstrances  from  persons  interested  in  or 
affected  by  such  proceeding,  and  for  all  further  steps  in  connection 
therewith  as  provided  for  by  the  law  first  above  referred  to  in 
this  petition. 
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